UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NUMBER: 


KS11014 



VIOLATOR: 

Joyce Cairns 
Customer#: 4176 
Certificate#; 48-A-1027 


ADDRESS (Street, City. State. ZIP Code): 

375 North 100th Road 
Glasco, KS 67445 


The U.S. Department of Agriculture has evidence that on or about March 30, 2010, November 
15, 2010. December 28. 2010, and February 10. 2011 , you or your organization committed the 
following violation(s) of Federal Regulations 9 CFR, Section: 

2.40 (b)(2) Attending Veterinarian and Adequate Veterinary Care... DIRECT... repeated 
failure to provide adequate veterinary care that uses the appropriate methods to prevent, 
control, diagnose, and treat diseases and injuries. 

3.1 (a) Housing Facilities, Genera!... repeated failure to design and construct housing 
facilities for dogs so they are structurally sound and kept in good repair to protect the animals 
from injury, contain the animals securely and restrict other animals from entering. 

3.1 (b) Housing Facilities General... repeated failure to maintain facility areas used for storing 
animal food or bedding free of any accumulation of trash, waste material, junk, weeks and other 
discarded materials. Animal areas inside of housing facilities must be kept clean and free of 
clutter including equipment, furniture, and stored material. 

3.2(d) indoor Housing Facilities... repeated failure to maintain ceilings of indoor housing 
facilities impervious to moisture or be replaceable. 

3.4(c) Outdoor Housing Facilities... repeated failures to maintain surfaces that come into 
contact with animais impervious to moisture. 

3.6(a)(2)(f) Primary Enclosures... repeated failure to construct and maintain primary 
enclosures so that they have no sharp points or edges that could injure the animals. 

3.6(a)(2)(iii) Primary Enclosures... repeated failure to construct and maintain primary 
enclosures so that they have no sharp points or edges, protect the animal from injury and 
contain the animals securely. 

3.9(b) Feeding... repeated failure to use food receptacles that are made of durable material that 
can be readily cleaned and sanitized, or are disposable. 

3.11(b)(2) Cleaning, Sanitization, Housekeeping, Pest Control... repeated failure to properly 
sanitize primary enclosures once every two weeks. 
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